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RIVIERA B-1100-D 
B-1105-D Right Hand Corner 

F * Riviera Corner Bath with Over Rim Filler, Pop-sp 
Waste, Shower, Curtain Rod and Curtain. 

Sizes: 5' and 5 )4'. 




RIVIERA B-1100-B 



B-1105-B Right Hand Corner 



Riviera Corner Bath 
Pop-up Waste. 

Sizes : 



with Over Rim Filler, and 
5' and 5)4'. 




TRITON B- 1270- A 

Reversible for Tiling-in. 

Sizes: 4)4' * 5' and 5*4' 




LINCOLN B-1306-M, 30" WIDE 

Sizes: 4', 4)4' % 5', 5)4 and 6'. 



ALCOVE B-1092-B 



B-1090-B Fittings on Left Hand Wall 

Alcove Recess Bath with Over Rim Filler and C. O. 
and Waste. 

Size: Length of Front 29". Depth of Recess 4'. 



RIVIERA BATHS 

All Riviera*" Baths are 16" high. 




RIVIERA B-1125-B 
B-1120-B Fittings at Left 

Riviera Recess Bath with Wide r 'Rim Seat, Over»Rim 
Filler and Pop-up Waste. 

Sizes: 4', 4)4\ 5', 5)4' and 6'. 






RIVIERA B-1120-D 
B-1125-D Fittings at Right 

Riviera Recess Bath with Wide Rim Seat, Over Rim 
Filler, Pop-up Waste, Shower, Curtain Rod and Cur- 
tain. 

Sizes: 4', 4)4\ 5\ 5)4' and 6'. 




RIVIERA BATH 
Top View 

Showing Wide Rim Seat 




VIENNA B-1310-B 

NEW MODERNISTIC DELUXE TUB 
Special Features 

Wide Flat Bottom — Flat Bevelled Rim. Indented 
Soap Dishes — Modernistic Feet. Art Design Top 
Supply Faucet. 

New Low Height of 19". 

Dimensions: Length 5', Width 30", Height 19". 



RIVIERA B-1115-K 
B-1110-K Left Hand Corner 

Riviera Corner Bath with Combination Exposed 
.Supply and Waste Fixture. 

Sizes: 5' and 5)4'. 





DALLAS B-1316-M, 26" WIDE 

Sizes: 4', 4)4' and 5'. 
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The LEGATION Bath 





The LEGATION Bath 

B-1055-D Right Hand B-1050-D Left Hand 

Legation Enameled Cast Iron Recess Bath with End Seat and Wide Low 
Rim Seat, B-9481 C. P. All Metal Over Rim Supply with Transfer Valve and 
Shower, B-9460 C. P. Pop-up Waste, B-9520 C. P. Curtain Rod with Curtain, 
Curtain Hooks and Hold Back Hook. 

Dimensions 

Length 66" Height at ends 18" 

Width at ends 30^" Height of rim seat 16" 

Width over rim seat 33" Width of rim seat 6" 




ELJER DRESSETTE (Patented) 

B-3106 Right Hand (shown) 

B-3101 Left Hand 

Eljer Dressette with Raised Shelf Back, Large Basin, C. P. 
4-step Hexagonal Legs, C. P. Fittings and “Elvortex” Elongated 
Bowl with Guaranteed Seat and Cover. 




JUNIOR DRESSETTE (Patented) 

B-3125 Right Hand (shown) B-3120 Left Hand 
Very Compact— Quiet— Moderate in Price 

The Junior Dressette will add a note of distinction and quality 
to any bathroom. It was developed to meet the need for a fixture 
to fit into the modern compact bathroom. Every detail has been 
carefully worked out. No expense has been spared to make it a 
quality fixture in every respect. 

Dimensions 

Junior— Size: 22x18", Shelf 4^" High, Basin 14x11", Bowl 

24 from wall to front. 




■ 43" -I 

COMPACT FLOOR PLAN 



The diagram illustrates how the water flows from the tank of the 
lavatory through the concealed flush pipe in the wall to the back 
inlet bowl. 




Note Large Shelf and Roomy Basin 
The DRESSETTE 
Is Extremely Quiet in Operation 

(Patented) 

It provides dressing table convenience, is compact and space 
saving and eliminates the usual exposed tank. No large water 
lines required. 

Dimensions 

24x21", Basin 17^x12", Shelf W High. Width overall 44". 
Projection from wall 26". 



The DRESSETTE is Unusual and Distinctly Different 

It provides an attractive, modernly designed lavatory with wide raised shelf and the Elvortex whirlpool bowl, a special elongated closet, operating 
on a new and improved principle and conforming to the best hygienic practice. It is very quiet in operation. 



3 




Fine Vitreous China Lavatories 

All With New Concealed Front Overflow 




MIAMI B-3055-L 
Sizes: 22x17", 24x20", 27x22". 30x24" 

Miami Octagonal Design Vitreous Lavatory with 
Chromium Plated Art Design Combination Supply 
Fixture. C. P. 4-step Legs and Fittings, complete. 




MARTHA WASHINGTON B-3140 
Size: 24x21" 

Martha Washington Vitreous China Lava- 
tory with High Shelf Back, C. P. 4-step Legs, 
C. P. Art Design Supply Fixture, complete. 




HOLLYWOOD B-3300-A 

Size: 27x22" 

Hollywood Vitreous Lavatory with Paneled 
Top, and Chromium Supply Fixture. 




MIAMI B-3065-B 

Sizes: 22x17", 24x20", 27x22", 30x24" 

Miami Octagonal Design Vitreous China Lavatory 
with C. P. 2-step Legs and C. P. Unit Combination 
Supply Fixture, complete. 




SHELTON B-4475 

Shelton Vitreous China Dressing Table supported on 
Hexagonal 4-step Legs and Wall Brackets. 

Length 30", Width 18". 





B-420 

C. P. Round Design 
Towel Rack 
Right and Left 

For B-3065-A and B-3150 



B-421 and B-422 

C. P. Art Design 
Right and Left 

B-421 for B-3055-L,B-3106 
and B-3140 
B-422 for B-3065-B. 
B-3125, B-1520-B 
B-1550-B 




MIAMI B-3065-A 



Sizes: 22x17", 24x20", 27x22", 30x24" 
Miami Octagonal Design Vitreous China Lavatory 
with C. P. Round Legs and C. P. Art Design Combina- 
tion Supply Fixture, complete. 




MARTHA WASHINGTON B-3150 



Size: 20x18" 

Martha Washington Vitreous China Lava- 
tory with Shell Back, C. P Round Legs, C. P. 
Combination Supply Fixture, complete. 




DREXEL B-3340-A 

Sizes: 22x17", 24x20", 27x22', 30x24" 

Drexel Octagonal Design Vitreous China 
Pedestal Lavatoiy with Chromium Plated Com- 
bination Supply Fixture, complete. 



4 





Fine Vitreous China Lavatories 




MARTHA WASHINGTON B-3156-P 

Size: 20x18" 

Martha Washington Vitreous China Lavatory with 
Shelf Back, Concealed Hanger and C. P. Combination 
Supply Fixture, complete. 



CALVIN B-3640-A 

Sizes: 20x18", 22x17", 24x20", 27x22" 

Calvin Vitreous China Lavatory with Center Leg 
and C. P. Combination Supply Fixture, complete. 



LaSALLE B-4107-P 

Sizes: 20x13", 24x13" 

LaSalle Vitreous China Space Saving Lavatory with 
Chromium Plated Combination Supply and Waste 
Fitting through Back 






MARTHA WASHINGTON B-3157-P 

Size: 18x15" with 3^" High Shelf 

Martha Washington Vitrecms China Shelf Back 
Lavatory with C. P. Combination Supply and Waste 
Fitting through Back. 




B-4304 

Vitreous China Octagonal Design Lavatory with 2>£" 
Back, Rectangular Basin, Open Overflow, and C. P. 
Compression Faucets. 

Size: 14x14" Basin 11x10" 




LaSALLE B-4105-D 

Sizes: 20x13", 24x13" 

LaSalle Vitreous China Space Saving Lavatory with 
Pop-up Waste, Compression Faucets. Trap and Supplies 
complete. 




DELTA B-4140-A 

Sizes: 20x18", 24x20" 

B-3790 KINGSTON with Leg 
Sizes: 20x18", 24x20" 

Delta Vitreous China Lavatory with 6" Back, Chro- 
mium Plated Combination Supply Fixture, complete. 





B-4302 



B-4353 



Vitreous China Round Front Lavatory with 2H" 
Back, Round Basin, Open Overflow and C. P. Com- 
pression Faucets. 

Size: 12x13" Basin 10" 



Vitreous China Corner Lavatory with 2 } 4 " Back 
Round Basin, Open Overflow and C. P. Compression 
Faucets. 

Size: 12x12" Basin 10" 
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Enameled Cast Iron Lavatories 




PRINCETON B-1551-B 

Size: 24x20" 

Princeton Enameled Cast Iron Lavatory with Shelf 
Back and Apron, C. P. Heavy Art Design Legs, C. P. 
Combination Supply Fitting with Pop-up Waste. 
B-423 C. P. Art Design Towel Racks. 




JEFFERSON B-1510-D 

Sizes: 24x20", 27x22" 



Jefferson Enameled Cast Iron Pedestal Lavatory 
with C. P. Art Design Combination Supply Fixture, 
B-I510-B. Same except with Unit Combination 
Fitting as B-1520-B. 




JEFFERSON B-1520-B 

Sizes: 24x20", 27x22" 

Jefferson Enameled Cast Iron Lavatory with C. P. 
2-step Legs and C. P. Unit Combination Supply Fixture, 
complete. 




CORNELL B-1560-B 

Sizes: 19x17", 21x18", 6" Back 

Cornell New Octagonal Design Enameled Cast Iron 
Wall Lavatory with C. P. Compression Faucets, Pop- 
up Waste, complete. 




WILSON B-1591-A 

Sizes: 19x17", 21x18" 

Wilson Enameled Cast Iron Lavatory with Back 
and Apron, C. P. Compression Faucets with Chain. 
NOTE: B-1590 drilled for Pop-up Waste. 
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CORNELL B-1561-B 
Sizes: 19x17", 21x18", 6" Back 
Cornell New Octagonal Design Enameled Cast Iron 
Wall Lavatory with C. P. Unit Combination Supply 
Fixture, complete. 





PRINCETON B-1550-B 



Size: 21x18" 

Princeton New Design Enameled Cast Iron Shelf 
Back Lavatory with C. P. 2-step Legs and C. P. Unit 
Combination Supply Fixture, complete. 




PRINCETON B-1562-B 



Sizes: 19x17", 21x18" 

Princeton New Design Enameled Cast Iron Shelf 
Back Lavatory with C. P. Unit Combination Supply 
Fixture, complete. 




ELMIRA B-1611-A 

Size: 26x14", 6" Back 

Elmira Enameled Round Front Narrow Wall Lava- 
tory with Back and Apron, C. P. Compression Faucets, 
Chain, C. P. “P" Trap and C. P. Supplies. 

NOTE: B-1610 for Pop-up Waste through Back. 







Cabinet Lavatories 





Victoria Plate B-1524-B 

Size: 24x20" 

Victoria Enameled Octagonal Lavatory, 
B'9350 C. P. Artline Unit Supply Fitting with 
Pop-up Waste, C. P. 1H" “P” Trap and C. P. 
Supplies with %" Angle Stop Valves. 

White Finished Two Door Steel Cabinet with 
Racks in doors and Black Base. 

Towel Racks: C. P. Brass, right or left hand. 
Racks are optional — Specify when ordering. 




Princeton Plate B-1554-B 

Size: 24x20" 

Princeton Enamel Octagonal Lavatory with Shelf Back, 
C. P. Combination Supply Fitting with Pop-up Waste, C. P. \W' 
“P” Trap, C. P. Supplies with %" Angle Stop Valves. 

White Finished Two Door Steel Cabinet with Racks in doors 
and Black Base. 

Towel Racks: Optional, — See B-1524-B. 




B-1523-B Jefferson 
Size: 24x20" 

Jefferson New Design Enameled Cast Iron 
Lavatory with C. P. Unit Combination Supply 
and Waste Fitting white finished steel cabinet 
with base. 




Princeton Plate B-1553-B 

Size: 21x18" 



Princeton Enameled Octagonal Lavatory 
with Shelf Back, C. P. Combination Supply 
Fitting with Pop-up Waste, C. P. 1>S" “P” 
Trap, C. P. Supplies with %" Angle Stop 
Valves. 

White Finished Two Door Steel Cabinet 
with Racks in doors and Black Base. 

Towel Racks: Optional, — See B'1524'B. 




Interior View of Cabinets 
B-1524-B, B-1553-B, B-1554-B 

These cabinets are substantially constructed and finished in 
best quality white with black base. They are fitted with shelves 
and with racks in the doors for bottles, smaller packages, etc. 
They add not only to the appearance but in the smaller bath 
room provide extra storage space. Towel Racks are optional 
and may be had for either or both sides. 







Quietd One Piece Closet 





Quieta Plate B-5020 
Regular Rim 



Quietcl One Piece Closet 

Specification 

Quieta One-piece Quiet Acting Closet with Heavy Full Size 
Jet Action Bowl with “Elvortex** whirlpool Jet, Panelled Design 
Tank with Integral Overflow and Integral Ground-in Valve Seat, 
Shelf Pattern Cover, Quiet Acting Adjustable Ball Cock, Special 
Design High Grade Outlet Valve, C.P. Lever and Supply Pipe 
with Stop. 

B-7915-C Guaranteed Sheet Covered White Seat and Cover 
Complete. 



FEATURES 

The Quieta combines, Quiet Action, Compactness, Sim- 
plicity, Durability and Attractive Appearance. It operates on 
the “El vortex** whirlpool principle, which gives a thorough, scour- 
ing action and positive flush with a small amount of water. Every 
detail has been worked out in a simple and practical manner. 




B-5020 B-5030 

Regular Rim Elongated Rim 

Note the extra room provided by the 
Elongated Bowl 

The merits of the Elongated Bowl have become well recognized 
for the home as well as for other types of buildings. 

Because of the sanitary advantages most owners will gladly pay 
the small extra cost for the elongated bowl, if it is brought to their 
attention. 




Top View — Looking into Tank 
Integral China Overflow 
Ground-in Integral Valve Seat 
Simplified Specially Designed Fittings 

No thin metal tubes to corrode and require replacing. Good 
for years of satisfactory and trouble free service. 




Quieta Plate B-5030 



Elongated Rim 

Specification 

Quieta One-piece Quiet Acting Elongated Closet with Heavy 
Full Size Jet Action Bowl with “Elvortex” whirlpool jet. Panelled 
Design Tank with Integral Overflow and Integral Ground-in Valve 
Seat, Shelf Pattern Cover, Quiet Acting Adjustable Ball Cock, 
Special Design High Grade Outlet Valve, C.P. Lever and Supply 
Pipe with Stop. 

B-7916-C Guaranteed Sheet Covered White Seat and Cover 
Complete. 
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Sylenta Quiet Unit Closet 



CITY. PA. 





Sylenta Plate B-5120 
Regular Rim 



Sylenta Quiet Unit Closet 

SPECIFICATION 

Sylenta Quiet Acting, Close Connected Closet, including Heavy, 
Full Size, Sy phonic Jet Action Bowl with “Elvortex” whirlpool 
Jet, Special Design Octagonal panel front Shelf Top Tank with 
Integral China Overflow and Integral Ground-in Valve Seat, 
Quiet Acting Adjustable Ball Cock, Special Design High Grade 
Outlet Valve, C.P. Lever and Supply Pipe. B-7915-C Guaranteed 
Sheet Covered White Seat and Cover. 

FEATURES 

The Sylenta combines, Quiet Action, Compactness, Sim- 
plicity, Durability and Attractive Appearance. It operates 
on the “Elvortex” whirlpool principle, which gives a thorough 
scouring action and positive flush with a small amount of water. 
Every detail has been worked out in a simple and practical man- 
ner. 




B-5120 B-5130 

Regular Rim Elongated Rim 

Note the extra room provided by the 
Elongated Bowl. 

The merits of the Elongated Bowl have become well recognized 
for the home as well as for other types of buildings. 

Because of the sanitary advantages most owners will gladly 
pay the small extra cost for the elongated bowl, if it is brought to 
their attention. 




Top View — Looking into Tank 
Integral China Overflow 
Ground-in Integral Valve Seat 
Simplified Specially Designed Fittings 

No thin metal tubes to corrode and require replacing. Good 
for years of satisfactory and trouble free service. 




Sylenta Plate B-5130 
Elongated Rim 
SPECIFICATION 

Sylenta Quiet Acting, Elongated Close Connected Closet, 
including Heavy, Full Size, Syphonic Jet Action Bowl with “El- 
vortex” Whirlpool Jet, Special Design Octagonal, panel front 
Shelf Top Tank with integral china overflow and Integral ground 
valve seat, Quiet Acting Adjustable Ball Cock, Special Design 
High Grade Outlet Valve, C.P. Lever and Supply Pipe. 

B-7916-C Guaranteed Sheet Covered White Seat and Cover. 
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The New Improved DUPLEX Closet 




New Duplex Plate B-5140 
Economizes in Space and Water 



Description 

New Duplex Improved close connected Closet in- 
cluding full size, Sy phonic Jet Action Bowl with 
“Elvortex” whirlpool jet and panel design, shelf top 
tank with Integral China Overflow, Ground-in Integral 
Valve Seat, specially designed flush valve, high pressure 
quiet acting Ball Cock, — adjustable for various pres- 
sures. C. P. operating lever and supply pipe and 
B-7935-C Guaranteed White Seat and Cover with C. P. 
hinge complete. 

Approximate weights crated: Tank 55 lbs., Bowl 
55 lbs., Seat 10 lbs. 

For Roughing-in from 12" to 14". 




Top View — Looking into Tank 

Integral China Overflow 
Ground-in Integral Valve Seat 
Simplified Specially Designed Fittings 

The Improved New Duplex has been improved by 
the addition of an Integral China Overflow and an 
Integral Ground-in Valve Seat. No more thin metal 
overflow tubes to corrode and require replacing. Good 
for years of satisfactory and trouble free service. 




WACO B-5161 

Waco Syphon Action washdown Bowl 
with extended seat shelf and Waco Special 
Design Vitreous Tank and Mahogany finished 
Seat. 




ELCO B-5426H 



The Elco is a DeLuxe Washdown Closet. 
It is massive and pleasing in appearance and 
costs only slightly more than the ordinary 
closet. 




ANDES B-5421H 
NEW ANDES WASHDOWN 
The New Andes is a Syphon Action Closet 
which invites comparison. Every point about 
it has been designed with a view to offer- 
ing the best appearance and most value 
obtainable in a combination of this kind. 
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CITY. FA. 



Duo-Line Sinks with Cabinets 





DUO-SINK B-1950-DeL. 




DUO-SINK B-1950-DeL. 

Enameled Cast Iron Sink with 2-compart- 
ments. Double Drainboards, C. P. Combina- 
tion Swing Spout Faucet with Spray, DeLuxe 
Enamel Finish Steel Cabinet. 

Size: 60x25", 8" Depth, 4" Back 




DUO-LINE B-1965-DeL. 

Duo-Line Enamekd Cast Iron Sink with Right 
Hand Drainboard, C. P. Combination Swing Spout 
Faucet with Spray. DeLuxe Enamel Finish Steel 
Cabinet. 

Size; 42x25", 8" Depth, 4" Back. 



Enlarged View of Faucet 

Note the spray conveniently placed between 
the two compartments. When not in use the 
spray rests in center with the hose concealed 
under the sink. To use you simply pull out the 
hose and let it slide back when finished. 




DUO-LINE B-1955-DeL. 

Duo-Line Enameled Cast Iron 2-compartment Sink 
with C. P. Combination Swing Spout Faucet with 
Spray, DeLuxe Enamel Finish Steel Cabinet. 

Size: 42x25", 8" Depth, 4" Back. 




DUO-LINE B-1960-DeL. 

Duo-Line Enameled Cast Iron Sink with Left Hand 
Drainboard, C. P. Combination Swing Spout Faucet 
with Spray. DeLuxe Enamel Finish Steel Cabinet. 
Size: 42x25", 8" Depth, 4" Back. 




A Modern DUO-SINK Kitchen 

The new Duo-Sink set up with wall and table top cabinet arrangement. The utmost in con 
vemence and attractiveness. 
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The 7\[ew 
Envoy 

Sin\s 



Envoy Line and Cabinet Sinks 




The Latest Mode 
4" Back 
Shelf Ledge 
Swing Spout 
Faucet 
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ENVOY B-2085-DeL. 

Envoy Enameled Cast Iron Sink with Right Hand 
Drainboard, 4" High Back, Shelf Ledge and B-9564 
C. P. Swing Spout Faucet. 

DeLuxe Enamel Finish Steel Cabinet. 

Size: 42x22", 6" Depth, 4" Back. 



LUXOR B-1941-DeL 

Luxor Enameled Cast Iron Sink with 4" Shelf Back. 
C. P. Swing Spout Faucet with Transfer Valve, C. P, 
Spray and Disappearing Hose. 

DeLuxe Enamel Finish Steel Cabinet. 

Sizes: 60x24", 72x24"; Depth 8", Back 8". 




LUXOR B-1941-C 

Luxor Enameled Cast Iron Sink with 4" Shelf 
Back Swing Spout Faucet, Spray and Concealed 
Hose. 

Sizes: 60", 72", 84", Width 24", Depth 8", 
Back 8". 



ENVOY B-2080-DeL. 

Envoy Enameled Cast Iron Sink with Double Drain- 
boards, 4" High Back, Shelf Ledge and B-9566 C. P. 
Swing Spout Faucet with spray and concealed hose. 
DeLuxe Enamel Finish Steel Cabinet. 

Size: 54x22", 6" Depth, 4" Back. 




Plate B-9566 

Enlarged view of faucet with spray and disappearing 
hose on B-2080-Del. Sink. 
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AVON B-2201 DeL. 

Avon Enameled Cast Iron Sink with DeLuxe Enamel 
Finish Steel Cabinet. 

Size: 60x22" 




PLATE B-9572 

Swing Spout Faucet with Disappearing Hose. 

Enlarged View .of Faucet on B-1941 Luxor and B-1947 
New Quaker Sinks. 




ENVOY B-2090-DeL. 

Envoy Enameled Cast Iron Sink with Left Hand 
Drainboard, 4" High Back, Shelf Ledge, and B-9564 
C. P. Swing Spout Faucet. 

DeLuxe Enamel Finish Steel Cabinet. 

Size: 42x22", 6" Depth, 4" Back. 
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NEW QUAKER B-1947-DeL. 

New Quaker Enameled Cast Iron Sink with C. P, 
Swing Spout Faucet, Spray and Disappearing Hose. 
DeLuxe Enamel Finish Steel Cabinet. 

Sizes: 60x24", 72x24", Depth 8", Back 8". 
B-1947-C New Quaker Sink and Faucet as above. 
Less Cabinet. 

Sizes: 60", 72", 84" and 96", Depth 8", Back 8". 




NEW QUAKER B-1946-G 

New Quaker Enameled Cast Iron Sink with Swing 
Spout Faucet only. 

Sizes: 60", 72", 84", and 96", Depth 8", Back 8". 
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Sinks with Beauty, Convenience — Modern Style 





PATRICIAN B-2101 

Patrician Art Design Enameled Cast Iron Apron 
Sink with Double Drainboards. 

Size: 60x22" 




VASSAR B-2116 Right Hand Drainboard 
B-2111 Left Hand Drainboard 
Vassar Art Design Enameled Cast Iron Apron Sink 
with Drainboard. 

Sizes: 42", 48", 52". 




YONKERS B-2126 Right Hand Corner 
B-2121 Left Hand Corner 



Yonkers Art Design Enameled Cast Iron Apron, 
Corner Sink. 

Sizes: 42", 48", 52". 




LISBON B-2150-A 

Lisbon Enameled Cast Iron Apron Sink 
Sizes: 24x20", 30x20". 




LENOX B-2250-A 

Lenox Enameled Cast Iron Roll Rim Sink. 

Sizes: 18x18" 24x20" 36x20" 

20x20" 30x18" 

24x18" 30x20" 






AVON B-2201 

Avon Art Design Enameled Cast Iron Sink with 
Double Drainboard, Less Apron. 

Size: 60x22". 



GOTHAM B-2502-C Left Hand Sink 
r B-2507-C Right Hand Sink 

Gotham Enameled Cast Iron Apron Sink and Tray 
with Ledge, Enameled Legs and C. P. Swing Spout 
Faucet. 

Sizes: 42x25", 50x25". 



Sink. 



B-2325 

Enameled Cast Iron Two-compartment Flat Rim 
Sizes: 32x20", 42x22". 



NEWTON B-2216 Right Hand Drainboard 
B-2211 Left Hand Drainboard 

Newton Art Design Enameled Cast Iron Sink with 
Drainboard, Less Apron. 

Sizes: 42" and 52". 



NEWTON B-22ll-DeL. Left Hand Drain- 
board 

B-2216-DeL. Right Hand Drainboard 

Newton Art Design Enameled Cast Iron Sink with 
DeLuxe Enamel Finish Steel Cabinet. 

Sizes: 42", 52". 



GOTHAM B-2512-COM. Left Hand Sink 
B-2517-COM. Right Hand Sink 

Gotham Enameled Cast Iron Sink and Tray with 
Ledge and C. P. Swing Spout Faucet and Enamel 
Finish Two Door Steel Cabinet. 

Sizes : 42x25" and 50x25". 



B-2310 

Enameled Cast Iron Flat 
Rim Sink with End Outlet. 

Sizes: All regular sizes. 



B-2320 

Enameled Cast Iron Flat 
Rim Sink with Center 
Outlet. 

Sizes: 24x20", 30x18", 

30x20". 



GOTHAM B-2512-C Left Hand Sink 
B-2517-C Right Hand Sink 
Gotham Enameled Cast Iron Sink and Tray with 
Ledge, Painted Legs and C. P. Swing Spout Faucet. 
Sizes: 42x25", 50x25". 
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Enameled Cast Iron Laundry Trays 





B-2601 

Enameled Cast Iron Laundry Trays with Painted Standards. 
Size: 24x22". 



Can be set singly or two or more in row. 




B-2630 

Enameled Cast Iron Roll Rim Two-compartment One-piece 
Laundry Tray with Painted Legs. 



Size: 53x26". 




B-2610 

Enameled Cast Iron Flat Rim Laundry 
Tray with Painted Standards. 

Size: 24x20". 



B-2400-A 

Enameled Cast Iron Roll Rim Slop Sink 
with Back and “S” Trap Standard. 

Sizes: 20x16"*, 22x18", 24x20". 





B-2640 BATTERY 

Enameled Cast Iron Roll Rim One-piece Laundry Trays with Painted 
Legs, set in Battery. 

Size: 2 sections — 56V 2 x26", 3 sections — 85x26" 




B-2405 

Enameled Cast Iron Roll Rim Slop Sink 
with “P” Trap Standard. 

Sizes: 20x16", 22x18", 24x20". 




B-2640 SINGLE 

Enameled Cast Iron Roll Rim One-piece 
Laundry Tray with Painted Leg. 

Size: 28x26". 
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Apartments — Hotels — Offices — Schools — Public Buildings 




SANUS B-5910-T 
Heavy Syphon Jet Closet 
Sanus Syphon Jet Elongated Closet with 
C. P. Flush Valve and Hard Rubber Seat. 

B-5900-T. Same except Plain Rim. 




TORONTO B-6210-T 
Heavy Blowout Closet 
Toronto Blowout Elongated Closet with 
C. P. Flush Valve and Hard Rubber Seat. 

B-6200-T. Same except Plain Rim. 




PITTSBURGH B-6310-T 
Special Elongated 14" High Closet 
Pittsburgh Special Elongated Closet 
Extra Long Rim Opening, 14" High, C. P. 
Flush Valve. Hard Rubber Open Front and 
Back Seat. 




TEXAS B-6151-R 
Reverse Trap Closet 
Texas Reverse Trap Elongated Closet with 
C. P. Flush Valve and Hard Rubber Seat. 

B-6141-R. Same except Plain Rim. 




TACOMA B-6510-T 
Blowout Wall Closet 
Tacoma Blowout Elongated Wall Closet 
with C. P. Flush Valve and Hard Rubber Seat. 




AUBURN B-6710-T 
Syphon Jet Wall Closet 
Auburn Syphon Jet Elongated Wall Closet 
with C. P. Flush Valve and Hard Rubber Seat. 




B-8000-V 



Vitreous China Wing Stall 
with C. P. Flush Valve. 

B-8000-A. Same except with 
Vitreous Automatic Tank. 




CORRECTO B-8100-V 



Correcto Washout Wall 
Urinal with Wings and C. P. 
Flush Valves. 

B-8101-A. Same except with 
Vitreous Automatic Tank. 




PEDESTAL B-8200-V 

Pedestal Syphon Jet Urinal 
with C. P. Flush Valve. 



B-8200-A. Same except with 
Vitreous Automatic Tank. 




B-8040 

Wing Partition 

For use between 
B-8001 Stalls. 

B-8045 Seam Cover, 
less wing. 




B-8001-V 

Vitreous China Straight Side 
Stall with C. P. Flush Valve. 

B - 800 1 - A . Same except with 
Vitreous Automatic Tank. 



B-8002 

Battery of B-8001 Stalls with B-8040 Partitions between. 
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Eljer Color Chart 




Old Rose No. 13 Pastel Green No. 40 Royal Orchid No. 16 Midnight Blue No. 22 




Jonquil Yellow No. 28 Mirror Black No. 43 Colonial Ivory No. 31 Tuscan Tan No. 34 




Pagan Red No. 10 Victoria Green No. 37 Coral Blush No. 20 Twilight Blue No. 25 



COLOR 

The wide range of beautiful colors and shades in which plumbing fixtures may now be 
had, offers to the home owner the opportunity for individual expression in the bathroom, as 
well as in the other rooms of the home. 

Colored Fixtures give an added charm and should have your serious consideration when 
planning your bathroom. The extra cost for color is not great and the installation cost is 
no more than for white fixtures. 

A FULL LINE OF PLUMBING FIXTURES 

The fixtures shown in this booklet are those more generally used in the home. A choice 
of several styles is offered in most items. 

The complete Eljer line includes fixtures for schools, public buildings, hospitals, prisons 
and nearly every plumbing requirement. 

ELJER CO. 

FORD CITY, PA. 

Manufacturers of Fine Plumbing Fixtures 
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